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INSPECTION SHEET 
Actual 


Dimension 


Method of 
Inspection 


Tolerance Comments 


51.75 +/-0.030 
+70,030 
0.050 +/-0.010 


Drawing 
Dimension 


Measured by: 


Date: 


Engineering Approval: 
(If necessary) 


H:\VFORMS\Quality Assurance\approved QA\Inspection Sheet revB 


